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Message Text 


CONFIDENTIAL 

PAGE 01 PARIS 23997 181604Z 

43 

ACTION OC-06 

INFO OCT-01 EUR- 1 2 ISO-OO CCO-OO SY-05 /024 W 

036322 

OR 181605ZAUG 76 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC IMMEDIATE 4064 
AMEMBASSY LONDON IMMEDIATE 
INFO AMCONSUL FRANKFURT 

CONFIDENTIAL PARIS 23997 

FRANKFURT FOR RSS, LONDON FOR CRO 

E.0. 11652: GDS-2 

TAGS: ACOM; ASEC 

SUBJECT: PARIS XEROX EQUIPMENT 

REF: STATE 205018 (NOTAL) 

1 . FOUR COMCENTER XEROX ALL MODEL 3600 SERIAL XB-248. 

THREE MANUFACTURED IN ENGLAND, ONE MANUFACTURED IN 
HOLLAND. 

2. FOR LONDON: PLEASE PROVIDE TECHNICAL MANUALS, 
SCHEMATICS AND OR WIRING DIAGRAMS FOR ABOVE MODEL XEROX 
TO PARIS URGENTLY. GAMMON 
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Document Number: 1976PARIS23997 
Document Source: CORE 
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